Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 
PAGE 01 STATE 156446 
16 

ORIGIN ERDA-07 

INFO OCT-01 10-10 ISO-00 ACDA-10 CIAE-00 INR-07 L-03 
NSAE-00 NSC-05 EB-07 NRC-07 OES-05 FEA-01 /063 R 
66611 

DRAFTED BY: USERDA:IP:IAEA:JEAMMONS 
APPROVED BY: OES/NET:M.B. KRATZER 
lO/SCT/L. CAVANAUGH 

032475 

R 02201 IZ JUL 75 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 156446 

E.O. 11652: NA 
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SUBJECT: IAEA TRAINING COURSE ON NUCLEAR POWER PROJECT 
PLANNING, KARLSRUHE, ERG, SEPTEMBER 8 - DECEMBER 19, 1975 

REE: IAEA VIENNA 4391 AND 4903 

1 . ERDA INTERESTED IN PROVIDING LECTURER ON "EXPORT AND 
IMPORT PROVISIONS FOR NUCLEAR MATERIALS AND POWER PLANTS, FROM 
LEGAL POINT OF VIEW" AS REQUESTED IN VIENNA'S 4903. 

2. IN ADDITION SHAPAR, NRC, WHO HAS ALREADY BEEN NOMINATED 
TO LECTURE ON DIEFERENT REGULATORY PRACTICES, ERDA SEEKING 
LECTURERS FOR OTHER TWO SUBJECT MENTIONED IN VIENNA'S 4391. 

WILL ADVISE IN EARLY JULY. INGERSOLL 
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